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SUB J : HVDC CONVERTER BID BY GE 
REF: TOKYO 14167 

1. GE TOKYO REP (SFIKAS) HAS INFORMED COMCOUNS THAT EXEC VP 
TANEKA OF TOKYO ELECTRIC POWER (TEPCO), LEADER OF A CONSOR- 
TIUM OF NINE UTILITY COMPANIES FINANCING NEW HVDC CONVERTER, 
TOLD VISITING GE OFFICIALS GROUP HAD DECIDED LIMIT BIDS TO 
DOMESTIC SUPPLIERS. 

2. GE, WHICH IS SOLE US COMPANY INTERESTED, DOES NOT RPT NOT 
WANT ANY FURTHER REPRESENTATIONS MADE BE EMBASSY SINCE IT 
BELIEVES IT WILL BE COUNTERPRODUCTIVE FOR GE (TEPCO IS VERY 
LARGE GE CUSTOMER). DESPITE THIS VIEW EMBASSY WILL INFOR 
MALLY OR DISCREETLY INDICATE ITS CONCERN TO TEPCO AND GOI 
OVER DECISION BY COMPANIES LIMIT BIDS TO DOMESTIC SUPPLIERS. 
SHOESMITH 



LIMITED OFFICIAL USE 



NNN 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: elyme 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973TOKY0 14740 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: TOKYO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 1 39/aaaabcet. tel 

Line Count: 46 
Locator: TEXT ON-LINE 
Office: ACTION COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: TOKYO 14167 

Review Action: RELEASED, APPROVED 

Review Authority: elyme 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14-Nov-2001 by willialo; APPROVED <13-Dec-2001 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HVDC CONVERTER BID BY GE 
TAGS: BEXP, JA 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




